Green Wise Energy 


Green Wise Energy is on the SEAI National Register of BER Assessors. We specialise in 
providing comprehensive building energy ratings and commercial properties to 
provide sustainable and eco-friendly energy to power a greener future. 
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Welcome 


We Understand That 


Navigating Energy 
Regulations And Standards 
Can Be Complex 


We specialize in providing comprehensive building energy ratings for both residential 


